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Classification Decision: 


Objectionable. 


Display conditions: 

Not Applicable. 


Descriptive Note: 

Not Applicable. 


Direction to issue a label has been given on: Not Applicable 


SUMMARY OF THE REASONS FOR DECISION: 

Waterworks Volume Four, Number Two is objectionable under s3(2)(b) and (d) 
because of the presentation of sexualised descriptions of women compelled to submit 
to the application of enemas, and forced to defecate as a result so that they are 
degraded and dehumanised. The magazine is comprised mostly of photographs 
concentrating on the use of enemas used in sexual conduct, for the sexual arousal of 
the reader. 
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